THE HARRY P. CANN ft BRO. CO., BALTIMORE, MD. 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 




NK-6 — Main Gate. Naval Operating Base. Norfolk. Va. 



0B-H910 
















